Bid Evaluation-Gold King Water Treatment Pipeline 


CBI/Ex. 4 

Rating 

1. System Design 





a. Pipe Size and Type 

0 

10 

6 

1-10 Rating 

b. Appurtenances and Valves 

4 

8 

6 

1-10 Rating 

c. Alignment 

4 

8 

0 

1-10 Rating 

d. Freeze Protection 

no 

no 

no 

yes-no 

2. Mobilization 





a. Schedule 

5 

? 

4 

days 

b. Description of Resources 

0 

4 

0 

1-10 Rating 

3. Overall Schedule Total 

21 

23 

16 

days 

4. Power and Specialty 
Equipment 

0 

0 

0 

1-10 Rating 

5. Utilization of ER Explanation 

8 

10 

2 

1-10 Rating 

6. HAZWOPER Training 

no 

no 

no 

yes-no 

7. Communication 

yes 

yes 

? 

yes-no 

a. Meetings 

yes 

? 

? 

provided yes-no 

b. Reports 

yes 

? 

? 

provided yes-no 

8. Permitting 

no 

? 

no 

provided yes-no 

9. Past Project 





a. Project #1 Applicability 

8 

10 

2 

1-10 Rating 

Provided Information 

10 

10 

8 

1-10 Rating 

b. Project #2 Applicability 

5 

8 

2 

1-10 Rating 

Provided Information 

10 

10 

8 

1-10 Rating 

c. Project #3 Applicability 

8 

8 

2 

1-10 Rating 

Provided Information 

10 

10 

8 

1-10 Rating 

d. Project #4 Applicability 

8 



1-10 Rating 

Provided Information 

10 



1-10 Rating 

10. Health and Safety Discussion 

8 

8 

2 

1-10 Rating 
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